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_¢ 
Has COPY STATINTL 
EQUIPMENT RECEIPT 
| hereby acknowledge receipt of the equipment listed below: 
Quantity Description 
BA-ER44-1, Serial 
BA-DR44-36 
BA-CR44-5 
BA-CR44-32 
BA-BR44-438 
i BA-BR44-40 
STATINTL 
STATINTL 


Date Shipped: 26 July 1958 


Waybill No.: Aix Madi, Special Det. 


STATINTL 


Carrier: U. S, Post Office 


Our Packing List No.: 492 


H QS COPY 
& August 1958 
Date 
Return copies | and 2 to sender. 
STATINTL 
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